SERVICE BULLETIN 


from: TRIO-KENWOOD COMMUNICATIONS, INC. - 8 


SUBJECT; TR-2400 Tone Encoder RFI DATE 12/14/79 


In some cases, users may report RF interference, or motor- 
boating, when using a Tone encoder in their TR-2400. A 
- secondary complaint of excessive tone may also be encountered. 


7 1. For RFI, bypass the B+ terminal to ground with a 100;F cap. 
2. For excessive tone input to the TR-2400, install a 100K ohm 


resistor between the encoder and the TR-2400 Tone input ter- 
| minal. 


Solder the leads. 


GND tho év 
(BLACK) dj, DC 
(RED) 


ee Pr 

ee eee a er ies ig oe Abe age 
F 

; : 

i 


JEB/yn 


TRIO-KENWOOD | 1111 WEST WALNUT STREET - COMPTON, CALIFORNIA 90220 
COMMUNICATIONS, INC. MAILING: P.O. BOX 7065 - COMPTON, CALIFORNIA 90224 


